Quotation 



technologies 

455 Fortune Blvd. Milford, MA 01757 


To Eric Byrne Tel 413-586-7525 Quote No 62937 

Massachusetts Dept. Of Public Health Date 1/11/11 

.Central Reoional Health Office _ 


From Walter Gallagher (P) 508-244-2428 (F) 508-478-2040 (E) WGallagher@retrofit.com _ 

Project_ 

Qty Mfg Part No. OEM Description Unit Price 

1 16898 CTG Cables to Go - Parallel/serial adapter - USB, parallel - 26.97 

36 pin Centronics - 4 pin USB Type A - external 


26.97 


INSTALLATION not included unless itemized above. 
PRICES SUBJECT TO CHANGE AT ANY TIME. 


Subtotal_ $26.97 

Shipping $0.00 

GRAND TOTAL_$26.97 


Fax Orders to Sales: 508.478.2040 

Please attach this quote when submitting the Purchase Order. 

Typographical Errors - RetroFit cannot be held bound or held responsible for typographical errors or omissions. 
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Folk OIG PRR 061247 


Vendor No: VC6000169064 


State Contract: ITC16A 














